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NRO review(s) completed. 


Saacecau 25X1 
29 March 1961 UA MUU 
LCol. Chas. Murphy at [sJauthorized 25X1 
him to act as rep of Contr Off for C Prime C Triple Prime 
Gemini and Argon contracts for on-site approvals and liaison 
with contractor. 
GE Subc 100-8 under RT-100 (Revyentry Capsules) 
25X11 Final audit 11 July 1963 
Total Costs 
Fixed Fe 
25X1 


Itek final audit Performance commenced 1 May 58, finished 


Total costs 
Fixed Fee 


Contracting officer approved payoff at 


25X1 
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